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(Department of Legal Affairs) 
NOTIFICATION 

New Delhi, the 10th November, 2009 

F. No. 18(13)/2009-JudL— The President is pleased 
to appoint Shri Bishwajit Bhattacharyya, Senior Advocate 
as Additional Solic itor General of India (Indirect Taxes), in 
the Supreme Court for a period of three years 
w.e.f. 10th November, 2009 (FN). 

ASHOK KUMAR, Addl. Legal Adviser 
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